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HARYANA GOVT GAZ , NOV . 10 , 1987 (KRTK . 19, 1909 SAKA ) 


3925 


No. 28 -GA -87D /2090. - Whereas the Governor of Haryana is satisfied that land below is needed by 
the Government, at public expenso, for a public purpose , namely, constructing a road from Solapur 
Kolgaon road to Badopur road , tehsil Ferozepur Jhirka, district Gurgaon , it is, therefor, hereby declared 
that the land described in the specification below is required for the aforesaid purpose . 

This doclaration is made under the provisions of section 6 (VI) of the Land Acquisition Act, 1894 , to all 
whom it may concordand under the provisions of section 7 of the said Act , the District Revenue 
Officer , Gurgaon is beseby directed to take order for the acquisition of the said land . 

Plans of the fand may be inspected in the offices of the District Revenue Officer -cum -Land 
Acquisition Collector, Gurgaon and the Executive Engineer , Provincial Division , Nuh . 

SPECIFICATION 


District 


Tehsil 


H. B. No. 


Khasra Nos. 


Locality / 
Village 


Area in 
acres 


Gurgaon 


Agon 


104 


5000 x 40 


69 


Ferozpur 
Jhirka 


9 x 4840 


12/1 , 


12/2 , 


19 , 


10/2 , 
22/3 , 22/1 


22/2 , 


4.59 


87 


1/3 , 10/1 , 10/2 , 11/1 , 11/2 , 20/1 , 
20/2 , 21 


102 


1/2 , 9/1, 12/1, 12/2 , 13/1 , 13/2 , 
18/1 , 182 , 18/3 , 18/4 , 17/1 , 17/2 , 
17/3 , 24/1, 24/2 , 23 


119 


4 , 7 , 8 13, 14 , 17/2 , 

13 , 14 , 17/2 , 18/1, 18/2 , 
23 , 24 

134 


> 


22/1 , 


3 , 4 , 9, 12 , 13 , 18/2 , 19 , 
22/2 

149 


3 


1 , 2 , 9/1, 9/2 , 10/1 , 11/1 , 11/2 , 
20 , 21 , 25 

163 


2 
227, 251 , 253, 254 , 259 , 26 ) , 262, 
261, 275 , 276 , 277, 278 , 233 , 289, 
297 , 291 , 292 , 295 , 296 , 300 , 301 , 
302, 305 , 307, 303, 309 , 310 , 319 , 
320 , 339 , 341 (207 , 208 ), 


1560 x 40 


103 


Guigion Ferozepur Jhirka 


1 


Brogur 


5 


9 x 4340 


25/1 , 25/2 


5 


= 1.43 


5/1, 5/2 , 6/1 , 7/1 , 15/1 , 14 , 17 , 
16/2 , 24/1 , 24/2 , 6/2 , 23/2 , 27 

10 


4/1, 4/2 3/1 , 3/2/1, 3/2/2 , 3/3 , 9 , 
2/3 , 2/4 .. 

(30 ) 


2 


Tot 


6.02 


( Sd .) . . 

Superintending Engineer, 
Gurgaon Circle, P.W. D., B. & R. Branch , Gurgaon. 


